ETag: "10f2c07ed9cb45dc696f9e120ed784d1"
accept: */*
authorization: LOW wg7LOuZBvd6sdEhb:REDACTED_BY_IA_S3
connection: close
content-length: 795021958
expect: 100-continue
host: s3.us.archive.org
user-agent: iFixitS3PHPClass
x-amz-acl: public-read
x-amz-auto-make-bucket: 1
x-amz-date: Fri, 22 Feb 2013 03:57:50 GMT
x-archive-interactive-priority: 1
x-archive-meta-date: 2013
x-archive-meta-description: 2.3GHz, 2.6GHz, or 2.7GHz quad-core Intel Core i7 processor (Turbo Boost up to 3.7GHz) with 6MB shared L3 cache. <a href="http://www.ifixit.com/Device/MacBook_Pro_15%22_Retina_Display_Mid_2012">See original source.</a>
x-archive-meta-device: MacBook Pro 15" Retina Display Mid 2012
x-archive-meta-language: eng
x-archive-meta-licenseurl: http://creativecommons.org/licenses/by-nc-sa/3.0/us/
x-archive-meta-mediatype: texts
x-archive-meta-sponsor: iFixit
x-archive-meta-subject: repair,service manual
x-archive-meta-title: MacBook Pro 15&quot; Retina Display Mid 2012 Repair Manual
x-archive-meta-type: Repair Manual
x-archive-meta-upload-date: Thu, 21 Feb 13 20:57:50 -0700
x-archive-meta-year: 2013
